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DIRECTOR OF CENTRAL INTELLIGENCE 

Security Committee 


17 June 1983 


NOTE FOR: Captain William Ten Eyck 
Hq“s AFOSI IVOS 
Bolling Air Force Base 

If you don't already have information on the attached, you might 
find it interesting. 

STAT 


Attachment 
Brochures 
Shelter & 


Chai rman 


/ 

(The Multipurpose 

The Safe Haven Solution) 
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